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Message Text 


UNCLASSIFIED 

PAGE 01 MUSCAT 00989 120358Z 

10 

ACTION COME-00 

INFO OCT-OI NEA-IO EB-07 ISO-00 STR-04 AID-05 CIAE-00 

FRB-OI INR-07 NSAE-00 USIA-15 TRSE-00 XMB-04 OPIC-06 

SP-02 CIEP-02 LAB-04 SIL-OI OMB-01 /070W 

094133 

R 120320Z AUG 76 
FM AMEMBASSY MUSCAT 
TO SECSTATE WASHDC 2382 

UNCLAS MUSCAT 0989 

E.O. 11652: N/A 
TAGS: BENC MU 

SUBJECT: GAS DISTRIBUTION NETWORK 
REE: (A) STATE 194153, (B) MUSCAT 916 

1 . FINAL SELECTION EOR CONTRACTOR OF GAS PIPELINE PROJECT 
(WHICH MUST BE FINISHED BEFORE GAS PROJECT CAN BE STARTED) 

WILL NOT BE MADE UNTIL OCTOBER 1976, AND PIPELINE PROBABLY 
WILL NOT BE COMPLETED UNTIL EARLY 1978. OMANGOV IS JUST 
STARTING PLANS FOR GAS DISTRIBUTION NETWORK IN CAPITAL 

AREA AND THERE IS NO PRELIMINARY REPORT OR EEASIBILITY STUDY IN 
EXISTENCE. OMANGOV WILL NOT BE READY TO SELECT FIRMS FOR 
NETWORK UNTIL MIDDLE OF 1977. 

2. NONETHELESS, FIRMS MIGHT WISH TO HAVE PRELIMINARY DIS- 
CUSSIONS IN NEXT FEW MONTHS WITH OMAN MINISTRY OF COMMUN- 
ICATIONS, WHICH IS RESPONSIBLE FOR UTILITIES. U.S. COMPANIES 
SHOULD DIRECTLY CONTACT COMMUNICATIONS MINISTER ABDUL 
HAFIDH RAJAB, P.O. BOX 684, MUSCAT, SULTANATE OF OMAN, 

CABLE ADDRESS "COMMUNICATIONS, MUSCAT"; TELEX 390 
MUWASALAT MB. 

WOLLE 
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Decaption Note: 
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Disposition Authority: n/a 
Disposition Case Number: n/a 
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Disposition Remarks: 

Document Number: 1976MUSCAT00989 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760309-1354 
From: MUSCAT 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linki 976/newtext/t1 9760860/aaaacape.tel 

Line Count: 51 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 
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Review Exemptions: n/a 
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